Lazar with Art Bell 2002



could start to feel repulsive field of reactor on hand about a foot away and at about 2 or 3 inches from the hemisphere it was impossible to get closer to it

only repulsive at the hemisphere and not at the base

once the upper waveguide is placed upon the hemisphere, the repulsive field disappears

emitters have plates on the outside

candle 6 feet from emitter

black dot 3 1/2 to 4 feet from emitter

2 to 2 1/2 foot long, 3 inch diameter flexible suspension pipe for each emitter 1hr4min into recording out of 1:52:15 total

saw the other 9 discs when going to watch hangar flight demo

4 portal-like areas as recalled around top of disc

overhead crane in hangar at s4 rated at ten tons written in bold letters on the crane itself
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Lazar and Art Bell 1997



given injection during medical visit at s4

archways like a secondary interior wall used as part of waveguide structure

